Nord Stream Repairs Unlikely to Materialize 
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Four months after a series of explosions damaged three of the four offshore lines of the 
Nord Stream and Nord Stream 2 natural gas pipelines, it remains unclear if the pipe’s 
operating consortia or Russia's Gazprom will ever repair the lines. Different entities, 
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Four months after a series of explosions damaged three of the 
four offshore lines of the Nord Stream and Nord Stream 2 natural gas 
pipelines, it remains unclear if the pipe’s operating consortia or Russia’s 
Gazprom will ever repair the lines. Different entities, including a joint 
Danish-Swedish-German group and separately Gazprom, have been 
conducting assessments on the damaged lines, but no definitive answer 
has come out of the studies. And even if a decision is made to repair 
the gas infrastructure, it is even more uncertain whether Russian gas 
will ever flow through them again. 
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